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1. Attached hereto is the Report of the IAC Ad Hoc Committee 
to Develop a Recommended U.S, Policy Toward Soviet and Satellite 
Service Attache Personnel in the United States. 


2, This committee was established by the Director of Central 
Intelligence at the IAC Meeting of 31 March 1950, at the request 
of General Cabell, the Director of Intelligence, USAF, 


3, The report and the recommended policy attached have been 
approved by each of the designated committee members. 


kL, he Director has placed this on the Agenda for the Fourth 
Meeting of the IAC, not for final consideration, but rather to note 
the report of the Ad Hoc Committee and for possible discussion. 


Intelligence Advisory Committee 
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